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ST.  IGNATIUS  CHAPEL  j£w 
Fort  Leavenworth,  Kansas 

First  Chapel  was  built  in  1871,  present  Chapel 
in    1889.    First    Mass    was    celebrated    at    Fort  o 
Leavenworth    in    1831    by    famous    Missionary  5 
Father  Peter  DeSmet,  S.J.  • 
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